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Message Text 

UNCLASSIFIED 

PAGE 01 DOHA 00192 140628Z 
ACTION COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-08 /019W 

140635Z 030472/12 

P 140605Z FEB 77 

FM AMEMBASSY DOHA 

TO SECSTATE WASHDC PRIORITY 2312 

UNCLAS DOHA 0192 

E.O. 11652: N/A 
TAGS: BEXP, QA 

SUBJECT: PROMOTION OF SALE OF U.S. DESALINATION PLANT 

REF: STATE 014250 

1 . HAVE CONTACTED AHMAD JITTAL, DIRECTOR OF DEPARTMENT OF WATER 
IN MINISTRY OF ELECTRICITY AND WATER, ABOUT ULTRA SYSTEMS PLANT. 

JITTAL RETURNED TO QATAR ABOUT THREE WEEK ABSENCE AND IS ONLY 
PERSON COGNIZANT IN DESALINATION MATTERS. 

2. ACCORDING TO JITTAL, PLANT OF CAPACITY NOTED IN REFTEL 
CORRECT CAPACITY FOR PROPOSED KHOR DESALINATION PROJECT. 

MINISTRY INTERESTED IN CONTACT WITH ULTRA SYSTEMS. CONTACT 
SHOULD BE IN FORM OF LETTER OR CABLE TO MR. AHMAD JITTAL, 

MINISTRY OF WATER AND ELECTRICITY, P.O. BOX 162, DOHA, QATAR. 

LETTER WOULD THEN BE FORWARDED TO CONSULTANT, PENCOL, WHO WOULD 
EVALUATE OFFER. FOR THIS REASON LETTER SHOULD BE SPECIFIC 

AND COMPLETE IN ALL ASPECTS. 

3. JITTAL INFORMED EMBOFF THAT GOQ ONLY INTERESTED IN MULTI 
STAGE FLASH DESAL PLANTS AT THIS TIME. 
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